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1. COMPLETED QUESTIONNAIRE WHICH FOLLOWED REFTEL 

RECEIVED AND REVIEWED BY IEA SECRETARIAT. THEY WISH TO 

CONVEY TO WASHINGTON THEIR APPRECIATION FOR THE MOST 

COMPREHENSIVE REPLY RECEIVED. HOWEVER, THEY HAVE THE 

FOLLOWING QUESTIONS IN REGARD TO TABLE III - "WOULD IT 

BE POSSIBLE TO RECEIVE SOME BREAKDOWN ON THE TYPES AND 

SIZES OF REACTORS IN THE PLANNING STAGES UNDER COLUMN I? IT WOULD 

BE PARTICULARLY HELPFUL IF WE COULD RECEIVE INFORMATION ON THE AMOUNTS 

OF MW OR GW INSTALLED CAPACITY PRESENTLY BEING FORECAST. IN ADDITION, 
WOULD IT BE POSSIBLE TO RECEIVE INFORMATION ON PAST EXPERIENCE 
REGARDING DELAYS? IN EFFECT WE WOULD LIKE SOME 
SUPPLEMENTARY INFORMATION RELATED TO THE COMMENT 
CONCERNING PAST DELAYS NOTED AT THE BOTTOM OF TABLE III. 
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